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Fresh Concrete. Report of Committee C-9, Appendix V, 383. . 
Road and Paving Materials. Report of Committee D-4, 475. = 
A Study of the Analysis of Fresh Concrete, by W. M. Dunagan. Report of _ 
Committee C-9, Appendix IV, 362. Discussion, 382. 
Tentative Methods of: 
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Condition, 766. 
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Tentative Revision of Standard Specifications for Broken Slag for Waterbound 
Base and Wearing Course, 1059. 


Broken Slag for Waterbound Base, 1060. 
Tentative Specifications for Concrete Aggregates, 750. 
Tentative Specifications for Sand for Use in Lime Plaster, 738. 
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See Neutralization. 
Alloy Steel. 
Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and 
W. A. Welcker, Jr. Joint Research Committee on Effect of Temperature on Re 
the Properties of Metals, Appendix II, 122. 
Effect of Temperature on the Properties of Metals. Report of Joint Research e 
Committee, 106. Report of Committee III on Projects and Work, 110. 
Iron-Chromium, Iron-Chromium-Nickel and Related Alloys. Report of Com-— 
mittee A-10, 246. 
Proposed Methods of Rockwell Hardness Testing of Metallic Materials. Report | 
of Committee E-1, Appendix I, 595. 
Tentative Method of Bend Testing for Ductility of Metals, 1034. 
Tentative Revision of Standard Specifications for Quenched-and- Tempered 
Alloy-Steel Axles, Shafts and Other Forgings for Locomotives and Cars, 1042. 
Tentative Specifications for Normalized and Tempered Alloy-Steel Forgings _ 
for Locomotives, 668. 
Alloys. 
Copper and Copper Alloys, Cast and Wrought. Report of Committee B-5, 258. 
Corrosion of Non-Ferrous Metals and Alloys. Report of Committee B-3, 252. 
Effect of Composition on Aluminum-Base Die-Casting Alloys, by D. L. Colwell. 
Report of Committee B-6, Appendix I, 268. Discussion, 278. 7 
Electrical-Heating, Electrical-Resistance and Electric-Furnace Alloys. Report 
of Committee B-4, 254. 
Lead-Base and Tin-Base Alloys for Die Castings, by Fred J. Tobias. Report 
of Committee B-6, Appendix II, 280. 
Light Metals and Alloys, Cast and Wrought. Report of Committee B-7, 284. 
Non-Ferrous Metals and Alloys. Report of Committee B-2, 250. 
Proposed Methods of Rockwell Hardness Testing of Metallic Materials. eh 
of Committee E-1, Appendix I, 595. 
Proposed Revisions in Tentative Standards for Light Metals and Alloys, a 
and Wrought. Report of Committee B-7, Appendix, 289. 
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Chemical Analysis of Silver Solders, 722. 
Test for Determining the Temperature-Resistance Constants of Resistance 
Alloys, 732. 
Tentative Revision of Standard Methods of Chemical Analysis of Manganese 
Bronze, 1052. 
Tentative Revision of Standard Specifications for Bronze Bearing Metal in 
Ingot Form, 1050. 
Tentative Specifications for: or 
Aluminum-Base Alloy Die Castings, 716. 3 
Copper-Base Alloys in Ingot Form for Sand Castings, 703. 
Drawn or Rolled Alloy, 60 per cent Nickel, 15 per cent Chromium, and 
Balance Iron, for Electrical Heating Elements, 712. 
Drawn of Rolled Alloy, 80 per cent Nickel, 20 per cent Chromium, for 
Electrical Heating Elements, 708. 
Magnesium-Base Alloy Castings, 700. 
Zinc-Base Alloy Die Castings, 719. 


Aluminum. 
See also Alloys. 20! 
Die-Cast Metals and Alloys. Report of Committee B-6, 26i. Discussion, 265. 
Effect of Composition on Aluminum-Base Die-Casting Alloys, by D. L. Colwell. 
Report of Committee B-6, Appendix I, 268. Discussion, 278. 
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and Wrought. Report of Committee B-7, Appendix, 289. 

Report on inspection of metallic coatings on hardware, structural shapes, 
conduit, etc., exposed to atmosphere on test racks at five locations, 184. 

Tentative Specifications for Aluminum-Base Alloy Die Castings, 716. 

Amaloy. 

Report on inspection of metallic coatings on hardware, structural shapes, con- 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 

Analyses. 

(Methods of analyses are indexed under the subjects covered by them). 

Analysis Test Data. — 

Annual Report of the Executive Committee, 58. 
Our Society. Annual Address by the President, K. G. Mackenzie, 48. (a 

' Papers and Publications. Report of Committee E-6, 614. , 
Summary of the Proceedings of the Thirty-fourth Annual Meeting, 13. at 
Apparatus. 


See Testing Apparatus, 
See Cast Iron. 
Asbestos. 
‘Tentative Specifications and Test Methods for Asbestos Tape for Electrical 
Purposes, 996. 
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“Tentative Methods of Chemical Analysis of Rubber Products, 947. 
Tentative Specifications for Cotton Rubber-Lined Fire Hose for Public and yp. Fy: 
Private Fire Department Use, 903. Bs, 


Asphalt. 
See also Bituminous Materials. ‘ 
Accelerated Weathering Tests. Report of Subcommittee VIII, Committee D-8, kis 
$11. 
Proposed Specifications for Cut-Back Asphalts. Report of Subcommittee C-3, i 
Committee D-4, Appendix IV, 488. i: 
Refined Ductility Tests for Roofing Materials. Report of Subcommittee VII, ° 
Committee D-8, 508. 
Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
Granular Tale or-Mineral Granules; also Asphalt Shingles Surfaced with i 


Axles. 


Tentative Specifications for Carbon-Steel for 662. 
Tentative for Normalized and Tempered 


Bars. 
Tentative Revisions of: 
Standard Specifications for Billet-Steel Concrete Dtetsaineesiie Bars, 1040. 
te Standard Specifications for Rail-Steel Concrete Reinforcement Bars, 1041. 
Standard Specifications for Staybolt, Engine-Bolt and Extra-Refined — 
Wrought-Iron Bars, 1043. 
Tentative Specifications for Structural Steel for Ships, 641. 


Bearing Metal. 
Tentative Revision of Standard Specifications § for Beonse Bearing Metal in f 

See also Flexure Testing. ; 
Tentative Method of Bend Testing for Ductility of Metals, 1034. 


Bibliography. 

Digest of Available Information on the Use of Calcium Chloride for Curing 
Concrete, by H. S. Mattimore and H. Hershey Miller. Report of Subcom- 
mittee XIII, Committee C-9, Appendix I, 347. Se 

Digest on Effect of Curing Methods on Strength of Concrete, by F. C. Lang. sh 
Report of Subcommittee XIII, Committee C-9, Appendix II, 356. Tey 

Selected Bibliography on the Embrittlement of Structural Steel in Galvanizing, — 

- by Samuel Epstein and B.N. Daniloff. Report of Subcommittee X, — 
mittee A-5, Appendix, 224. 


i. 
\ 
| 
2 
» 
= 
it 


ity 
—— 


SuByEcT INDEX 


Bituminous Materials. 
See also Asphalt; Oils; Road Materials; Waterproofing. 

Bituminous Waterproofing and Roofing Materials. Report of Committee D-8, 
506. 

Curing of Concrete. Report of Subcommittee XIII, Committee C-9, 331. 
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See Tubes. 
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Bronze. 
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_Ingot Form, 1050. 
Tentative for Alloys i in Ingot Form for Sand Cast- 
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See Locomotivesand Cars, 
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Castings. 
See also Alloys; Cast Iron; Steel. aides 
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Tentative Specifications for: 
Aluminum-Base Alloy Die Castings, 716. toe 
7 Copper-Base Alloys in Ingot Form for Sand Castings, 703. hone Sf 
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Cement. 
Cement Reference Laboratory. Report of Subcommittee, Committee C-1, 299. 
‘Cement. Report of Committee C-1, 295. 
__ Determining the Cement Content of Set Concrete by Chemical Methods of 
Analysis, by H. F. Kriege. Report of Committee C-9, Appendix VI, 386. 
9 ¢ Proposed Method of Test for the Field Determination of the Constituents of 
i. a Fresh Concrete. Report of Committee C-9, Appendix V, 383. 
A Study of the Analysis of Fresh Concrete, by W. M. Dunagan. Report of 
: Committee C-9, Appendix IV, 362. Discussion, 382. 
; Rae, ee Method of Routine Analysis of the Cement Content of Hardened 
‘lo Portland-Cement Concrete, 763. 


_ Tentative Revision of Standard Specifications for Portland Cement, 1052. 


Chemical Analyses. 
(Methods of chemical analyses are indexed under the subjects covered by them.) 


Chromium Alloys. 
Iron-Chromium, Iron-Chromium-Nickel and Related Alloys. Report of Com- 
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Tentative Specifications for Drawn or Rolled Alloy, 80 per cent Nickel, 20 per 
cent Chromium, for Electrical Heating Elements, 708. 
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Brick. Report of Committee C-3,303. 
_ Hollow Masonry Building Units. Report of Committee C-10, 430. 
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‘Tentative Definitions of Terms Relating to Heat Transmission of Refractories, 
_ Tentative Method of Control Test for Resistance of Fire-Clay Brick to Thermal — 


Cloud Point. mai 
Cloud and Pour Test. Report of Subcommittee XVI, Committee D-2, 468. 

Coal. 

Clamification of Coals. Report of Sectional Committee, 498. 


Coal and Coke. Report of Committee D-5, 494. Mion 


Coarse Particles. 

See Mechanical Analysis. oad gunn”) 

See Galvanizing; Protective Coatings. 
Coke. 

Coal and Coke. Report of Committee D-5, 494. 
a, Stability Tests on Semet-Solvay Coke for Standard Sample, by R. M. Fowler. 
- "7 Report of Committee D-5, Appendix, 497. 
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Compression Testing. 
Tentative Methods of: 
™ 7 Test for Modulus of Elasticity of Natural Building Stone, $34, 


Test for Structural Strength of Fine Aggregate Using Constant Water- 
Cement-Ratio Mortar, 767. 
Testing Laminated Sheet Materials Used in Electrical Insulation, 889. 


i Concrete. 

See also Aggregates. a 
Concrete and Concrete Aggregates. Report of Committee C-9, 322. i. 
Curing of Concrete. Report of Subcommittee XIII, Committee C-9, 331. 
Determining the Cement Content of Set Concrete by Chemical Methods of 
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Concrete, by H. S. Mattimore and H. Hershey Miller. Report of Subcom- 
mittee XIII, Committee C-9, Appendix I, 347. 

Digest on Effect of Curing Methods on Strength of Concrete, by F. C. Lang. 
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The Effect of Aggregate and Other Variables on the Elastic Properties of Con- 
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Fresh Concrete. Report of Committee C-9, Appendix V, 383. 
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Committee C-9, Appendix IV, 362. Discussion, 382. 
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_ by F. R. McMillan. Report of Committe: C-9, Appendix VIII, 427. 
Tentative Methods of: 


as y Routine Analysis of the Cement Content of Hardened Portland-Cement 
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a Test for Apparent Specific Gravity of Coarse Aggregates in a Saturated 
Condition, 766. 
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Concrete Aggregates, 750. 

Curing Portland-Cement Concrete, 756. 

Curing Portland-Cement Concrete Slabs with Bituminous Coverings, 758. 

Curing Portland-Cement Concrete Slabs by Surface Application of Calcium 
Chloride, 761. 

Curing Portland-Cement Concrete Slabs with Calcium-Chloride Admix- 
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Chloride, 761. 
Curing Portland-Cement Concrete Slabs with Bituminous Coverings, 758. _ 
Curing Portland-Cement Concrete Slabs with Calcium-Chloride Admixture, 


tans 760. 


Curing Portland-Cement Concrete Slabs with Wet t Coverings, 762. 


Data, Analysis of. Vite’ 

See Statistical Analysis. MS yt 
Definitions of Terms. 


Die Castings. 
Die-Cast Metals and Alloys. Report of Committee B-6, 261. Discussion, 265. 
Effect of Composition on Aluminum-Base Die-Casting Alloys, by D. L. Colwell. | 
Report of Committee B-6, Appendix I, 268. Discussion, 278, 
Lead-Base and Tin-Base Alloys for Die Castings, by Fred J. Tobias. Report 
of Committee B-6, Appendix II, 280. 
Tentative Specifications for Aluminum-Base Alloy Die Castings, 716. 
Tentative Specifications for Zinc-Base Alloy Die Castings, 719. nate 7 
Dielectric Strength. 
Tentative Methods of: 
Testing Electrical Insulating Materials for Power Factor and Dielectric 
Constant at Frequencies of 100 to 1500 Kilocycles, 877. : 
‘Testing Sheet and Tape Insulating Materials for Dielectric Strength, 867. _ 
Testing Varnishes Used for Electrical Insulation, 848. 


Diluents. 
Cellulose Ester Coatings. Report of Subcommittee XXV, Committee D-1, 456. a 


Tentative Methods of Sampling and Testing Lacquer Solvents and Diluents, 


799, 
Tentative Specifications for Acetone, 796, : 
Distillation. = 
See also Bituminous Materials; Petroleum Products. ‘naitagoolh 


Tentative Revision of Standard Method of Test for Distillation of Natural Gas 


Gasoline, 1062. 
Tentative Revision of Standard Method of Test for Distillation of ra 
Oil, 1064. 
Duck. 
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4 Tentative Specifications for Enameling Duck for the Tire Industry, 993 i 
Ba... 


Duetility. 
Refined Ductility Tests for Roofing Materials. Report of Subcommittee VII, 
Committee D-8, 508. 


Tentative Method of Bend Testing for Duciility of Metals, 1034. nostic * 


Ate 
Dust Prevention. 


Specifications for Road Oils. Report of Subcommittee C-3, Committee D-4, 
Effect of Temperature. oe 
See Temperature, Effect of. many) 


Elastic Limit. 
Proposed Definitions of Terms Relating to Methods of Scene Report of 
Committee E-1, Appendix III, 602. aS 
Elasticity. 
The Effect of Aggregate and Other Variables on the Elastic Properties of Con- 
crete, by P. M. Noble. Report of Committee C-9, Appendix VII, 399. Dis- 
cussion, 422. 
Tentative Method of Test for Modulus of we of Natura! Building Stone, 
834. 


Electrical Insulating Materials. a “a 
See Insulating Materials. 


Electrical-Resistance Alloys. 
Electrical-Heating, Electrical-Resistance and Electric-Furnace Alloys. Report 
of Committee B-4, 254. 
Tentative Method of Test for Determining the Temperature-Resistance Con- 
stants of Resistance Alloys, 732. 
‘Tentative Specifications for Drawn or Rolled Alloy, 60 per cent Nickel, 15 per 
cent Chromium, and Balance Iron, for Electrical Heating Elements, 712. 
‘Tentative Specifications for Drawn or Rolled Alloy, 80 per cent Nickel, 20 per 
cent Chromium, for Electrical Heating Elements, 708. 


Electrometric Test. 
Neutralization Methods for Electrical Insulating Oils. Report of Section A, 
Subcommittee IV, Committee D-9,534. 


See Protective Coatings. 


_Embrittlement. 
Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 211. 
7 Selected Bibliography on the Embrittlement of Structural Steel in Galvanizing, 
by Samuel Epstein and B. N. Daniloff. Report of Subcommittee X, Com- 
mittee A-5, Appendix, 224. 
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Tentative Specifications for Enameling Duck for the Tire Industry, 993. | 


Enamels. 
Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer 


See Fatigue. 


Ester Coatings. 
Cellulose Ester Coatings. Report of Subcommittee XXV, Committee D-1, 456. 


Executive Committee. 
Annual Report of the Executive Committee, 80. Lae SviscansT 
Officers and Members of Executive Committee, 1071. i oil atawittl 


Exhibit Testing Apparatus. 
Exhibit of Testing Apparatusand Machines. Annual Report of the Executive 
Committee, 58. 
Summary of the Proceedings of the Thirty-fourth Annual Meeting, 13. cl xa 


Fabrics. 


See Textile Materials, 


Fabricated Pipe. 
Fatigue. 


Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and 
W. A. Welcker, Jr. Joint Research Committee on Effect of Temperature 
ee on the Properties of Metals, Appendix II, 122. 
Effect of Temperature on the Properties of Metals. Report of Joint Research 
Committee, 106. Report of Committee III on Projects and Work, 110. 

Fatigue of Metals. Report of Research Committee, 249. 

Progress Report on Fatigue Tests of Low-Carbon Steel at Elevated Tempera- 
tures, by H. F. Moore and N. J. Aileman. Joint Research Committee on 
Effect of Temperature on the Properties of Metals, Appendix I, 114. 

Felt. 

Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
Granular Talc or Minerai Granules; also Asphalt Shingles Surfaced with 
Mineral Granules, 818. 


Ferro-Alloys. 
Tentative Specifications for Ferro-Molybdenum, 694. 
ibers. 
See also Textile Materials. 


Tentative Methods for Identification of Textile Fibers and Their Quantitative 
Determination in Mixed Goods, 1009. 


See Mechanical Analysis. _ 


_ Tentative Specifications for Steel Plates of Flange and Firebox Qualities for 
Forge Welding, 648. 
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Fire Brick. goliemend 

Refractories. Report of Committee C-8,312, | 

Tentative Definitions of Terms Relating to Heat Transmission of Refractories, 
779. 

Tentative Method of Control Test for Resistance of Fire-Clay Brick to Thermal 
Spalling Action, 777. 

Tentative Revision of Standard Method of Test for Porosity and Permanent 
Volume Changes in Refractory Materials, 1054. 

Tentative Revision of Standard Method of Test for Softening Point of Fire- 
Clay Brick, 1056. 


Fire Hose. 
Tentative Specifications for Cotton Rubber-Lined Fire Hose for Public and 
Private Fire Department Use, 903. 


Fire Tests. 
Fire Tests of Materials and Construction. Report of Committee C-5, 305. 


Flax (Linen). 
Tentative Methods for Identification of Textile Fibers and Their Quantitative 
Determination in Mixed Goods, 1009. © 
A Comparison of Various Sizes of Test Bars Representing Cast Irons from Five 


Foundries, by Hyman Bornstein. Report of Subcommittee XIV, Committee 
A-3, Appendix I, 152. 
Correlation of Test Bar and Casting. Report of Subcommittee XIV, Com- 
mittee A-3, 151. 
Tentative Methods of: 
Bend Testing for Ductility of Metals, 1034. 
_- Flexure Testing of Natural Building Stone (Determination of Modulus of 
Rupture), 829. 
Test for Modulus of Elasticity of Natural Building Stone, 834. 
Testing Laminated Sheet Materials Used in Electrical Insulation, 889. 
Tests on Cast-Iron Specimens of Various Diameters, by J. T. MacKenzie. 
Report of Subcommittee XIV, Committee A-3, Appendix II, 160. 


_ Flow Test. T 
See Temperature, Effect of. oleT 
it 
7 Tentative Specifications for Forge-Welded Steel Pipe, 683. ayolih-one 
Forgings. — 


Tentative Revision of Standard Specifications for Quenched-and-Tempered 
Alloy-Steel Axles, Shafts, and Other Forgings for Locomotives and Cars, 


rf 1042. 
ae Tentative Revision of Standard Specifications for Quenched-and-Tempered 
Carbon-Steel Axles, Shafts, and Other Forgings for Locomotives and Cars, ( 
1042. 
Tentative Specifications for Carbon-Steel Forgings for Locomotives, 662. 
Tentative Specifications for Normalized and Tempered Alloy-Steel Forgings 
for Locomotives, 668. 
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Tape. 
Tentative Specifications for 0.007-in. Cotton Tape, 988. woe “owe 


Tentative Specifications for Tolerances and Test Methods for Silk and ct 7 


Tapes, 990. 


Friction Testing. 
Tentative Specifications for Cotton Rubber-Lined Fire Hose for Public and 
Private Fire Department Use, 903. 


Fuel Oil. 
Tentative Definitions of Terms Relating to Petroleum, 815. 


Fusion-Welded Pipe. at. 


Tentative Specifications for Electric-Fusion-Welded Steel Pipe, 673. patase 
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Corrosion of von and Steel. Report of ‘Committee A- 5, 171. 

Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 211. 

Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 
A-5, 181. 

Report on inspection of metallic coatings on hardware, structural shapes, con- 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 

Selected Bibliography on the Embrittlement of Structural Steel in Galvanizing, 

by Samuel Epstein and B. N. Daniloff. Report of Subcommittee X, 

Committee A-5, Appendix, 224. 

Total Immersion Tests. Report of Subcommittee V, Committee A-5, 176. 

Zinc Coating of Iron and Steel. Report of Sectional Committee, 238. 


Gas Oils. 
See also Oils. 
Tentative Definitions of Terms Relating to Petroleum, 815. natnien S-fankt 
Gasoline. 
Gasoline. Report of fechnical Committee A, Committee D-2, 471. rE ie98 


_ Tentative Definitions of Terms Relating to Petroleum, 815. “fT 


Tentative Revision of Standard Method of Test for Distillation of Natural Gas 
Gasoline, 1062. 


Granite. 
See also Building Stone. 
Tentative Revisions of: 
Standard Specifications for Block for Durax Granite Pavements, 1060. 
Standard Specifications for Block for Granite Block Pavements, 1060. 
Standard Specifications for Block for Recut Granite Block Pavements, 1060. 
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Gravel. 
Tentative Specifications for Concrete Aggregates, 750. anewqasT 


Grease. 
Tentative Definitions of Terms Relating to Petroleum, 815. 
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Gypsum. Report of Committee C-11, 436. : 
_ Tentative Definitions of Terms Relating to the Gypsum Industry, 749. ests 
+s Tentative Revision of Standard Methods of Testing Gypsum and Binet 
Products, 1058. 
_ Tentative Specifications for: 
Gypsum Lath, 743. 
Gypsum Sheathing Board, 746. 
Gypsum Wall Board, 740. 
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ae the Properties of Metals, Appendix II, 122. 
Proposed Methods of Rockwell Hardness Testing of Metallic Materials. Report 
of Committee E-1, Appendix I, 595. 


Report on inspection of metallic coatings on hardware, structural shapes, con- 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 


Heating Elements. 
Electrical-Heating, Electrical-Resistance and Electric-Furnace Alloys. Report 
of Committee B-4, 254. 
---- ‘Tentative Specifications for Drawn or Rolled Alloy, 60 per cent Nickel, 15 per 
% eae cent Chromium, and Balance Iron, for Electrical Heating Elements, 712. 
; ae Tentative Specifications for Drawn or Rolled Alloy, 80 per cent Nickel, 20 per 


cent Chromium, for Electrical Heating panto 708. 


See Electrical-Resistance Alloys. 


Heat Transmission. 
Tentative Definitions of Terms Relating to eid ; Transmission of Refractories, 


‘Tentative Specifications for Carbon-Steel for Locomotives, 662. 
_ Tentative Specifications for Normalized and Tempered Alloy-Steel Forgings 
ey for Locomotives, 668. 
Hemp. 


Tentative Methods for Identification of Textile Fibers and Their Quantitative 
Determination in Mixed Goods, 1009. 


See Bituminous Materials; Brick; Concrete; Pavements; Road Materials. 
Hollow Tile. 


> 


Tentative Method of Test for Hardness of Rubber, 971. = 
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Hose. 
Tentative Specifications for Cotton Rubber-Lined Fire Hose for Public and 
Private Fire Department Use, 903. 
Tentative Specifications for Steam Hose, 921. 
Humidity. 
See Relative Humidity. 


Hydrated Lime. 
See Lime. 


Hydrostatic Test. 
Tentative Specifications for Cotton Rubber-Lined Fire Hose for Public and 


Total Immersion Tests. Report of Subcommittee V, Committee A-5, 176. 


Impact. 

Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and 
W. A. Welcker, Jr. Joint Research Committee on Effect of Temperature 
on the Properties of Metals, Appendix II, 122. 

A Further Résumé of the Notched-Bar Impact Test in the Light of Present 
Knowledge. Report of Committee E-1, Appendix IV, 605. ey * 


Insulating Materials. — 
Electrical Insulating Materials. Report of Committee D-9, 515. - ‘ 
Neutralization Methods for Electrical Insulating Oils. Report of Section A, 

Subcommittee IV, Committee D-9, 534. 
Slate. Report of Committee D-16, 574. 
Tentative Methods of: 

Chemical Analysis of Rubber Products, 
bre Test for Comparing the Thermal Conductivities of Solid Electrical Insulat- 
< ing Materials, 897. 
Testing Electrical Insulating Materials for Power Factor and Dielectric 
Constant at Frequencies of 100 to 1500 Kilocycles, 877. 

Testing Laminated Sheet Materials Used in Electrical Insulation, 889. 

Testing Sheet and Tape Insulating Materials for Dielectric Strength, 867. 

Testing Varnishes Used for Electrical Insulation, 848. i. 

Tentative Specifications for: al 
Insulated Wire and Cable: 30-per-cent Hevea Rubber, 926. Laks 
Cotton Tape, 988. 
mI Specifications and Test Methods for Asbestos Tape for Electrical Purposes, 
996. 
Tolerances and Test Methods for Silk and Cotton Tapes, 990. 


Iron. 
Cast Iron. Report of Committee A-3, 148. 
A Comparison of Various Sizes of Test Bars Representing Cast Irons from Five 
Foundries, by Hyman Bornstein. Report of Subcommittee XIV, Committee 
A-3, Appendix I, 152. 
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Iron (Continued): 
Correlation of Cast-Iron Test Bar and Casting by Volume-Surface Ratio, by 
: J. W. Bolton. Report of Subcommittee XIV, Committee A-3, Appendix III, 

7 "S| ~de Correlation of Test Bar and Casting. Report of Subcommittee XIV, Com- 
mittee A-3, 151. 
Corrosion of Iron and Steel. Report of Committee A-5, 171. 

a Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 211. 
-—- Fatigue of Metals. Report of Research Committee, 249. 
Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 
A-5, 181. 
Iron-Chromium, Iron-Chromium-Nickel and Related Alloys. Report of Com- 


mittee A-10, 246. 
Magnetic Analysis. Report of Committee A-8, 245. pS) + Se ut? 
Magnetic Properties. Report of Committee A-6,242,  j 


Report on inspection of metallic coatings on hardware, structural shapes, con- 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 
Selected Bibliography on the Embrittlement of Structural Steel in Galvanizing, 
by Samuel Epstein and B. N. Daniloff. Report of Subcommittee X, Com- 
mittee A-5, Appendix, 224. 
Standardization, of Dimensions and Material of Wreught-Iron and Wrought- 
Steel Pipe and Tubing. Report of Sectional Committee, 146. 
Summary of sulfuric acid (20-per-cent H,SO, by weight, 25° C.) test data, time 
of perforation in hours obtained by five laboratories using six samples No. 22 
gage, 1.5 by 2.5 in., 178. 
Tentative Defititions of Terms, with Units and Symbols, Relating to Magnetic 
Testing, 696. 
_ Tentative Method of Bend Testing for Ductility of Metals, 1034. 
Tentative Revisions of: 
Standard Definitions of Terms Relating to Wrought-Iron Specifications, 
1050. 
Standard Methods of Test for Magnetic Properties of Iron and Steel, 1045. 
Standard Specifications for Staybolt, Engine-Bolt and Extra-Refined 
Wrought-Iron Bars, 1043. 
: a a Tentative Specifications for Drawn or Rolled Alloy, 60 per cent Nickel, 15 per 
cent Chromium, and Balance Iron, for Electrical Heating Elements, 712. 
: Tests on Cast-Iron Specimens of Various Diameters, by J. T. MacKenzic. * 
Report of Subcommittee XIV, Committee A-3, Appendix II, 160. 
: Total Immersion Tests. Report of Subcommittee V, Committee A-5, 176. ” 
Wrought Iron. Report of Committee A-2, 141. 
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Cement Reference Laboratory. Report of Subcommittee, Committee C-1, 299, ba: 


Lacquer. 
Tentative Methods of Sampling and Testing Lacquer Solvents and Diluents, — 
799. 
Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer 
Enamels, 806. 
Lath. 
Tentative Specifications for Gypsum Lath, 743. 


Lead-Base Alloys. 
Lead-Base and Tin-Base Alloys for Die Castings, by Fred J. Tobias. Report 
of Committee B-6, Appendix II, 280. ; 
Lead Plate. 
Report on inspection of metallic coatings on hardware, structural shapes, cone 
’ duit, etc., exposed to atmosphere on test racks at five locations, 184. 
Life Test. 


. Tentative Specifications for Cotton Rubber-Lined Fire Hose for Public and 
Private Fire Department Use, 903. 


Light Metals. 
2 Light Metals and Alloys, Cast and Wrought. Report of Committee B-7, 284. 
Proposed Revisions in Tentative Standards for Light Metals and Alloys, Cast 
ic and Wrought. Report of Committee B-7, Appendix, 289. 
as Tentative Specifications for Magnesium-Base Alloy Castings, 700. Aeneas 
Lime. Report of Committee C-7, 307. 
Tentative Revision of Standard Specifications for Hydrated Lime for Structural 
45. Purposes, 1053. Tie 
al Tentative Specifications for Sand for Use in Lime Plaster, 738. paca 
Limestone. 
per See Building Stone; Lime. 
Tentative Specifications for Lock-Bar Steel Pipe, 686. 
Locomotives and Cars. 
Tentative Revision of Standard Specifications for Quenched-and-Tempered 
ie Alloy-Steel Axles, Shafts, and Other Forgings for Locomotives and Cars, 1042. 


Tentative Revision of Standard Specifications for Quenched-and-Tempered 
_ Carbon-Steel Axles, Shafts, and Other Forgings for Locomotives and Cars, 


1042. 
Tentative Specifications for: 


Carbon-Steel Forgings for Locomotives, 662. 

Heat-Treated Carbon-Steel Helical Springs, 654. 

Normalized and Tempered Alloy-Steel: Forgings for Locomotives, 668. 
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Low-Temperature Testing. 


Lubricants. 
Petroleum Products and degra Report of Committee D-2, 461. 


Macadam. 
Specifications for Road Oils. Report of Subcommittee C-3, Committee D-4, 
480. 


Magnesium. 
Tentative Specifications for Magnesium-Base Alloy Castings, 700. 


_ Magnetic Analysis. Report of Committee A-8, 245. ip, PHoemmd 
Magnetic Properties. Report of Committee A-6, 242. 
_ Tentative Definitions of Terms, with Units and Symbols, Relating to Magnetic 
thas Testing, 696. 

Tentative Revision of Standard Methods of Test for Magnetic Properties of 


Malleable Iron. 
__ Report on inspection of metallic coatings on ardware, structural shapes, con- 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 
Selected Bibliography on the Embrittlement of Structural Steel in Galvanizing, 
by Samuel Epstein and B. N. Daniloff. Report of Subcommittee X, Com- 
mittee A-5, Appendix, 224. 


Manganese Bronze. 
Tentative Revision of Standard Methods of Chemical Analysis of Manganese 
Bronze, 1052. 
See Building Stone. 
Hollow Masonry Building Units. Report of Committee C-10, 430. 
Tentative Specifications and Tests for Load-Bearing Concrete Masonry Units, 


781. 


Masonry Cement. 
See Cement. 
Mechanical Analysis. 
Tentative Specifications for Concrete Aggregates, 750. 
Tentative Specifications for Round-Hole Screens for Testing Purposes, 1032. 


Metallic Coatings. 
See Galvanizing; Zinc. 


Metallography. 
Metallography. Report of Committee E-4, 612. 


~ 
oT 
i; 
.- 
| 


Methods of Testing. god 
See Testing, Methods of. 


Modulus of Elasticity. 


~~ a Effect of Aggregate and Other Variables on the Elastic Properties of Con- 


crete, by P.M. Noble. Report of Committee C-9, Appendix VII, 399. Dis- 
cussion, 422. 


Tentative Method of Flexure Testing of Natural Building Stone (Determina- 
tion of Modulus of Rupture), 829. 


‘Tentative Method of Test for Modulus of Elasticity of Natural Building Stone, 
834. 
Moisture. 


Psychrometric Table for Relative Humidity. Report of Committee D-13, 
Appendix, 567. 


Tentative Method of Determining Relative Humidity, 1005. L “ant Sedhsok 
Mortar. 


_ Tentative Method of Test for Structural Strength of Fine henge Using 
Constant Wter-Cement-Ratio Mortar, 767. 


‘Motor Fuel. 
See Gasoline; Petroleum Products. 


Tentative Definitions of Terms Relating to Petroleum, 815. 


Natural Building Stone. 
See Building Stone. 


Natural Cement. 
See Cement. 


Neutralization. 
Neutralization Methods for Electrical Insulating Oils. Report of Section A, 
Subcommittee IV, Committee D-9, 534, 
Nickel. 
Tentative Specifications for Drawn or Rolled Alloy, 60 per cent Nickel, 15 per 
cent Chromium, and Balance Iron, for Electrical Heating Elements, 712. 
Tentative Specifications for Drawn or Rolled Alloy, 80 per cent Nickel, 20 per 
cent Chromium, for Electrical Heating Elements, 708. — = 
Nitrocellulose. 


Tentative Methods of Testing Nitrocellulose Clear Lacquers and Lacquer 
Enamels, 806. 


Tentative Specifications and Tests for Soluble Nitrocellulose, 785. io —" 
Nomenclature. . Ses 
Nomenclature and Definitions. Report of Committee E-8, 619. sag. 
Proposed Definitions of Terms Relating to Methods of Testing. Report of 
Committee E-1, Appendix III, 602. 
Suggested Terminology Applying to the Study of Concrete Structures in Service, 
by F. R. McMillan. eee of Committee C-9, Appendix VIII, 427. 
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Tentative Definitions of: es? | 
Terms Relating to the Gypsum Industry, 749. t 
Terms Relating to Heat Transmission of Refractories, 779. 
Perms Relating to Natural Building Stone, 845. 
Terms Relating to Petroleum, 815. 
Terms, with Units and Symbols, Relating to Magnetic Testing, 696. 
Tentative Revisions of: 
Standard Definitions of Terms Relating to Paint Specifications, 1068. 
Standard Definitions of Terms Relating to Materials for Roads and Pave- +, . 
ments, 1069. 
Standard Definition of the Term Sand, 1059. 
Standard Definitions of Terms Relating to Wrought-Iron Specifications, 
1050. 


Notched-Bar Impact. 
, A Further Résumé of the Notched-Bar Impact Test in the Light of Present 
peated Knowledge. Report of Committee E-1, Appendix IV, 605. vttusenat 
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a Oils. 


See also Lubricants. 
. Cloud and Pour Test. Report of Subcommittee XVI, Committee D-2, 468. 
mo! Motor Oils. Report of Technical Committee B, Committee D-2, 473. 
: Neutralization Methods for Electrical Insulating Oils. Report of Section A, 
-_ Subcommittee IV, Committee D-9, 534. 
Petroleum Products and Lubricants. Report of Committee D-2, 461. 
Proposed Specifications for Hot Application Road Oils. Report of Subcom- 
mittee C-3, Committee D-4, Appendix III, 486. 
Proposed Specifications for Medium Curing Road Oils. Report of Subcom- 


mittee C-3, Committee D-4, Appendix II, 484. 
_ Proposed Specifications for Slow Curing Road Oils. Report of Subcommittee 
_ Al 7 C-3, Committee D-4, Appendix I, 482. 
— Specifications for Road Oils. Report of Subcommittee C-3, Committee D-4, 
480 


Tentative Definitions of Terms Relating to Petroleum, 815. 
Tentative Revisions of Standard Method of Test for Distillation of Creosote 


Oil, 1064 
“ad _ Tentative Revisions of Standard Methods of Sampling and Analysis of Creosote 


See also Protective Coatings. 


OF % 7 t _ Methods of Analysis of Paint Materials. Report of Subcommittee VIII, Com- 
mittee D-1, 447. 

.*¢ Preservative Coatings for Structural Materials. Report of Committee D-1, 441. 


Protective Coating Research. Report of Joint Committee, Committee D-1, 
460. 
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Specifications for Pigments Dry and in Oil When Marketed in that Form. Bi: 
Report of Subcommittee XV, Committee D-1, 453. _ 


Tentative Revision of Standard Definitions of Terms Relating to Paint Specifi- 
cations, 1068. 


Annual Report of the Executive Committee, 58. 


Our Society. Annual Address by the President, K. G. Mackenzie, 48. 
Papers and Publications. Report of Committee E-6, 614. 
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Symposium on Welding—Pittsburgh Regional Meeting. Report of Committee a ; 


E-6 on Papers and Publications, 616, 


Symposium on Effect of Temperature on the Properties of Metals, Sum- 
mary of Proceedings of the Thirty-Fourth Annual Meeting, 17, 19. nS a ay 


Parkerized. 
Report on inspection of metallic coatings on hardware, structural shapes, c con- 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 
Pavements. 
Curing of Concrete. Report of Subcommittee XIII, Committee C-9, 331. 


Pavement Core-Drilling Practice, by L. W. Teller and Je Report 


of Committee C-9, Appendix III, 358. 

Road and Paving Materials. Report of Committee D-4, 475. 

Tentative Revisions of: 
Standard Specifications for Block for Durax Granite Pavements, 1060. 
Standard Specifications for Block for Granite Block Pavements, 1060. 
Standard Specifications for Block for Recut Granite Block Pavements, 

1060. 

Tentative Specifications for: 
Curing Portland-Cement Concrete, 756. 
Curing Portland-Cement Concrete Slabs by Surface Application of Calcium 


Chloride, 761. 
_ Curing Portland-Cement Concrete Slabs with Bituminous Coverings, 758. _ 


Curirig Portland-Cement Concrete Slabs with Calcium-Chloride Admixture, 
760. 
Curing Portland-Cement Concrete Slabs with Wet Coverings, 762. 


Petroleum Products. 
See also Bituminous Materials; Lubricants; Oils. 
Cloud and Pour Test. Report of Subcommittee XVI, Committee D-2, 468. 
Gasoline. Report of Technical Committee A, Committee D-2, 471. 
Motor Oils. Report of Technical Committee B, Committee D-2, 473. 
Petroleum Products and Lubricants. Report of Committee D-2, 461. 
Tentative Definitions of Terms Relating to Petroleum, 815. 
Tentative Revision of Standard Method of Test for Distillation of Natural Gas 
Gasoline, 1062. 
Tentative Revision of Standard Methods of Test for Viscosity of Petroleum 
Products and Lubricants, 1062. 
Tentative Method of Test for Vapor Pressure of Natural Gasoline (Reid 
Method), 808. 
Phase Difference. 
Tentative Method of Testing Electrical Insulating Materials for Power Factor 
and Dielectric Constant at saa of 100 to 1500 Kilocycles, 877. 
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Methods of Analysis of Paint Materials. Report of Subcommittee VIII, Com- 
mittee D-1, 447, 

Preservative Coatings for Structural Materials. Report of Committee D-1, 441. 

Report of Cooperative Work on the Determination of the Tinting Strength of 
Pigments. Report of Subcommittee VIII, Committee D-1, Appendix, 448. | 

Specifications for Pigments Dry and in Oil when Marketed in that Form. | 
Report of Subcommittee XV, Committee D-1, 453. 

Tentative Method of Test for Tinting Strength of White Pigments, 797. 


Pipe and Piping Materials. 
: Report on inspection of metallic coatings on hardware, structural shapes, con- — 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 
Standardization of Dimensions and Material of Wrought-Iron and Wrought- 
Steel Pipe and Tubing. Report of Sectional Committee, 146. 
Tentative Revision of Standard Specifications for Cement-Concrete Sewer rina 
1053. 
Electric-Fusion-Welded Steel Pipe 673. 
Electric-Resistance-Welded Steel Pipe, 677. 
Forge-Welded Steel Pipe, 683. . 
Lock-Bar Steel Pipe, 686. 
Riveted Steel and Wrought-Iron Pipe, 691. 
Steel Plates of Flange and Firebox Qualities for Forge Welding, 648. 


Pitch. 
See Bituminous Materials. 


Pittsburgh Regional Meeting. 
Symposium on Welding—Pittsburgh Regional Moesting. Report of Committee 
E-6 on Papers and Publications, 616. 
Plaster. 
Gypsum. Report of Committee C-11, 436. 
Tentative Specifications for -.c for Use in Lime Plaster, 738. 


Plaster Board. ve 
Tentative Specifications for Gypsum Lath, 743. tue oe 
Tentative Specifications for Gypsum Wall Board, 740. 
Tentative Specifications for Rubber Pump Valves, 944. 
Plates. : 
See also Sheets. ; 
Tentative Revision of Standard Specifications for Steel Plates of easabeead 
Quality for Forge Welding, 1043. 
=) =) _ Tentative Specifications for Steel Plates of Flange and Firebox Qualities for 
7 Forge Welding, 648. 
‘Tentative Specifications for Structural Steel for Ships, 641. 


Porosity. 


- pv ie Revision of Standard Method of Test for Porosity and Permanent 
Volume Changes in Refractory Materials, 1054. 


Pigments. 
See also Paints. 
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Portland Cement. 
See Cement. 


Pour Point. 


Cloud and Pour Test. Report of Subcommittee XVI, Committee D-2, 468. 
Power Factor. 
Tentative Method of Testing Electrical Insulating Materials for Power Factor 
and Dielectric Constant at Frequencies of 100 to 1500 Kilocycles, 877. 4 
Presidential Address. 
Our Society. Annual Address by the President, K. G. Mackenzie, 48. 
Proportional Limit. 
Proposed Definitions of Terms Relating to Methods of Testing. Report of 
Committee E-1, Appendix III, 602. 
Protective Coatings. 
See also Galvanizing; Paints; Zine. 
Cellulose Ester Coatings. Report of Subcommittee XXV, Committee D-1, 456. 
Corrosion of Iron and Steel. Report of Committee A-5, 171. 


_ Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 
211. 


4 Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 


A-5, 181. 


Methods of Analysis of Paint Materials. Report of Subcommittee VIII, Com- 


mittee D-1, 447. 
Preservative Coatings for Structural Materials. Report of Committee D-1, 441. 
Protective Coating Research. Report of Joint Committee, Committee D-1, 
Report of Cooperative Work on the Determination of the Tinting Strength of 
Pigments. Report of Subcommittee VIII, Committee D-1, Appendix, 448. 
Report on inspection of metallic coatings on hardware, structural shapes, 
conduit, etc., exposed to atmosphere on test racks at five locations, 184. 
Selected Bibliography on the Embrittlement of Structural Steel in Galvan- 
izing, by Samuel Epstein and B. N. Daniloff. Report of Subcommittee X, 
Committee A-5, Appendix, 224. 
Specifications for Pigments Dry and in Oil when Marketed in that Form, 
Report of Subcommittee XV, Committee D-1, 453. 
Tentative Methods of: 


Testing Nitrocellulose Clear Lacquers and Lacquer Enamels, 806. . > 
Test for Tinting Strength of White Pigments, 797. 
_ Tentative Revision of Standard Definitions of Terms Relating to Paint Specifi- 
cations, 1068. 

Tentative Specifications for Acetone, 796. 
Total Immersion Tests. Report of Subcommittee V, Committee A-5, 176, 
Zinc Coating of Iron and Steel. Report of Sectional Committee, 238, 
Psychrometric Table. 

Psychrometric Table for Relative Humidity. Report of Committee D-13, 

Appendix, 567. 

Publications. 
See Papers and Publications. 


Sampling and Testing Lacquer Solvents and Diluents, 799. oS 
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Pump 
Tentative for Rubber Pump Valves, 944. 


Pyroxylin. 
Tentative Specifications and Test Methods for Cotton Goods for Rubber and 

Pyroxylin Coating, 982. 


io Frequencies. 


Tentative Method of Testing Electrical Insulating Materials for Power Factor 
and Dielectric Constant at Frequencies of 100 to 1500 Kilocycles, 877. 


Railway Springs. 
Tentative Specifications for Heat-Treated Carbon-Steel Helical Springs, 654. 
Ramie. 
Tentative Methods for Identification of Textile Fibers and Their Quantitative 
Determination in Mixed Goods, 1009. 


Rayon. 
Tentative Methods for Identification of Textile Fibers and Their Quantitative 
Determination in Mixed Goods, 1009. 
Tentative Specifications for Tolerances and Test Methods for Rayon, 974. 


Refractories. 

Refractories. Report of Committee C-8, 312. 

Tentative Definitions of Terms Relating to Heat Transmission of Refractories, 
779. 

Tentative Method of Control Test for Resistance of Fire-Clay Brick to Thermal 
Spalling Action, 777. 

Tentative Revision of Standard Method of Test for Porosity and Permanent 
Volume Changes in Refractory Materials, 1054. 

Tentative Revision of Standard Method of Test for Softening Point of Fire- 
Clay Brick, 1056. 


See Concrete Reinforcement. lf 3 


Psychrometric Table for Relative Humidity. Report of Committee D-13, 
Appendix, 567. 


Tentative Method of Determining Relative Humidity, 1005.5 


Repeated Stress. 


Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and W. 
A. Welcker, Jr. Joint Research Committee on Effect of Temperature on the 
Properties of Metals, Appendix II, 122. 

Correlation of Research. Report of Committee E-9, 626. 

Effect of Temperature on the Properties of Metals. Report of Joint Research 

Committee, 106. Report of Committee III on Projects and Work, 1:0. __ 
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_Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 211. 
Fatigue of Metals. Report of Research Committee, 249. 
— Creep Testing Apparatus at the Massachusetts Institute of Technology, 
by F. H. Norton and J. B. Romer. Joint Research Committee on Effect 
aad of Temperature on the Properties of Metals, Apperdix III, 129. 
Progress Report on Fatigue Tests of Low-Carbon Steel at Elevated Tempera- 
tures, by H. F. Moore and N. J. Alleman. Joint Research Committee on 
_ Effect of Temperature on the Properties of Metals, Appendix I, 114. 
Protective Coating Research. Report of Joint Committee, Committee D-1, 460. 
_ Yield Point of Structural Steel. Report of Research Committee, 136. 


See Electrical-Resistance Alloys. 
Resistance-Welded Pipe. 
Tentative Specifications for Electric-Resistance-Welded Steel Pipe, 677. 
Resistivity. wl 
See also Conductivity. 
Tentative Method of Test for Determining the Temperature-Resistance Con- 
stants of Resistance Alloys, 732. 


Rivets. 
Tentative Specifications for Riveted Steel and Wrought-Iron Pipe, 691. wT 
Tentative Specifications for Structural Steel for Ships, 641. 


Road Materials. 
See also Bituminous Materials; Brick; Concrete. 
Proposed Methods of Chemical Analysis of Calcium Chloride. Report of Com- * 
( mittee D-4, Appendix V, 490. 4 
_ Proposed Specifications for Cut-Back Asphalts. Report of Subcommittee C-3, 
* Committee D-4, Appendix IV, 488. 
i Proposed Specifications for Hot Application Road Oils. Report of Subcommit- 
~e tee C-3, Committee D-4, Appendix III, 486. 
i _ Proposed Specifications for Medium Curing Road Oils. Report of Subcom- 
— mittee C-3, Committee D-4, Appendix II, 484. 
Proposed Specifications for Slow Curing Road Oils. Report of Subcommittee 
C-3, Committee D-4, Appendix I, 482. 
ama Road and Paving Materials. Report of Committee D-4, 475. . 
Specifications for Road Oils. Report of Subcommittee C-3, Committee D-4, : 
480, 
Tentative Revisions of: 
Standard Definitions of Terms Relating to Materials for Roads and Pave- 
ments, 1069.’ 
Standard Specifications for Block for Granite Block Pavements, 1060. 


ae 


oO Standard Specifications for Shovel-Run or Crusher-Run Broken Slag for 

Waterbound Base, 1060. 
Standard Specifications for Broken Slag for Waterbound Base and Wearing 


Tentative Specifications for Concrete Aggregates, 750. 


See Aggregates; Road Materials; Stone. Of 
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Proposed Methods of Rockwell Hardness Testing of Metallic Materials. Report 
of Committee E-1, Appendix I, 595. 


Accelerated Weathering Tests. Report of Subcommittee VIII, Committee D- 8, 
$11. 


Bituminous Waterproofing and Roofing Materials. Report of Committee D-8, 
506. 


Refined Ductility Tests for Roofing Materials. Report of Subcommittee VII, 
Committee D-8, 508. 

Slate. Report of Committee D-16, 574. 

Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
Granular Talc or Mineral Granules; also Asphalt Shingles Surfaced with 
Mineral Granules, 818. 

Rubber Products. 

Proposed Revisions in Standards and Tentative Standards for Rubber Products. 
Report of Committee D-11, Appendix, 548. 

Rubber Products. Report of Committee D-11, 541. 

Tentative Method of Test for Hardness of Rubber, 971. 

Tentative Methods of Chemical Analysis of Rubber Products, 947. 

Tentative Revision of Standard Methods of Testing Rubber Products, 1067. 

Tentative Specifications for: 

Cotton Rubber-Lined Fire Hose for Public and Private Fire Department 
Use, 903. Prod 

Insulated Wire and Cable: 30-per-cent Hevea Rubber, 926. ad 

Rubber Pump Valves, 944. tat 

Specifications and Test Methods for Cotton Goods for Rubber and Py Pyroxy- 
lin Coating, 982. 


7 (Methods of sampling are bined under the subjects covered by them.) =f 
Sand. 
See also Aggregates; Road Materials. 
Tentative Methods of Test for Soundness of Fine Aggregates by Use of Sodium 
Sulfate, 769. 
Tentative Methods of Test for Structural Strength of Fine Aggregate Using 
Constant Water-Cement-Ratio Mortar, 767. 


Tentative Specifications for Concrete Aggregates, 750. 
Tentative Specifications for Sand for Use in Lime Plaster, 738. 
‘Sand Castings. 
See Castings. 
Screen. 
See Sieves. 
Pipe. 
Tentative Revision of Standard Specifications for Cement-Concrete Sewer 
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Tentative Specifications for Structural Steel for 641. 


Shear Testing. 
Tentative Method of Shear Testing of Natural Building Stone, 839. 


Sheathing Board. 
Tentative Specifications for Gypsum Sheathing Board, 746. 


Sheets. 
Tentative Methods of: 
Test for Comparing the Thermal Conductivities of Solid Electrical Insul- 
ating Materials, 897. 
7 Testing Laminated Sheet Materials Used in Electrical Insulation, 889. A 
ae Testing Sheet and Tape Insulating Materials for Dielectric Strength, 867. 


Sherardized. 

Report on inspection of metallic coatings on hardware, structural shapes, con- 

duit, etc., exposed to atmosphere on test racks at five locations, 184. 
Shingles. 

Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
Granular Talc or Mineral Granules; also Asphalt Shingles Surfaced with 
Mineral Granules, 818. 

Ships. 

Tentative Specifications for Structural Steel for Ships, 641. 
Sieves. 

Tentative Specifications for Round-Hole Screens for Testing Purposes, 1032. 
Silk. 

Tentative Methods for Identification of Textile Fibers and Their Quantitative 
a Determination in Mixed Goods, 1009. 
Tentative Specifications for Tolerances and Test Methods for Silk and Cotton 


Tapes, 990. 


ok 


_ _Non-Ferrous Metals and Alloys. Report of Committee B-2, 250. 
Tentative Methods of Chemical Analysis of Silver Solders, 722. 
‘Slag. 
See also Aggregates; Road Materials. 
oi Tentative Revision of Standard Specifications for Broken Slag for Waterbound 
Base and Wearing Course, 1059. 
Tentative Revision of Standard Specifications for eit or re 
Broken Slag for Waterbound Base, 1060. eel eee 
Tentative Specifications for Concrete Aggregates, 750. Saga 
Slate. 
See also Building Stone. 
Slate. Report of Committee D-16, 574. 
- Tentative Methods of Testing Asphalt Roll-Roofing Surfaced with Fine Talc, 
_ Granular Tale or Mineral Granules; also Asphalt Shingles Surfaced with 


Mineral Granules, 818. 
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See Rayon. 
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Tentative Methods of Test for Soundness of Coarse Aggregates by Use of 
Sodium Sulfate, 773. 
Tentative Methods of Test for Soundness of Fine Aggregates by Use of Sodium 
Sulfate, 769. 
Softening Point. 
Tentative Revision of Standard Method of Test for Softening Point of Fire- 
Clay Brick, 1056. 
Solder. 
Tentative Methods of Chemical Analysis of Silver Solders, 722. poe 


Solvents. 
Cellulose Ester Coatings. Report of Subcommittee XXV, Committee D-1, 456. 
Tentative Methods of Sampling and Testing Lacquer Solvents and Diluents, 799. 
Tentative Specifications for Acetone, 796. 

‘Soundness. 


Tentative Methods of Test for Soundness of Coarse Aggregates by Use of Sodium 
Sulfate, 773. 


Tentative Methods of Test for Soundness of Fine Aggregates by Use of Sodium 
Sulfate, 769. 


Spalling. 
Tentative Method of Control Test for Resistance of Fire-Clay Brick to Thermal 
Spalling Action, 777. 


Specific Gravity. 
Tentative Methods of: 
Chemical Analysis of Rubber Products, 947. rar 


Test for Absorption and Apparent Specific Gravity ct Natural Building 
Stone, 832. 


Test for Apparent Specific Gravity of Coarse Aggregates in a Saturated 
Condition, 766. 
Tentative Revisions of Standard Methods of Sampling and Anaiysis of Creosote 
Oil, 1063. 


Speed of Testing. 
See Testing, Methods of. 


Springs. 
Tentative Specifications for Heat-Treated Carbon-Steel Helical Springs, 654. 
Stability Tests. 
Stability Tests on Semet-Solvay Coke for Standard Sample, by R. M. Fowler. 
Report of Committee D-5, Appendix, 497. 
a Annual Report of the Executive Committee, 58. 

; Cement Reference Laboratory. Report of Subcommittee, Committee C-1, 299. 
Our Society, Annual Address by the President, K. G. Mackenzie, 48. 
Standards. Report of Committee E-10, 630. i 
Summary of the Proceedings of the Thirty-fourth Annual Meeting, 13. t 


Statistical Analysis. 
Methods of Testing. Report of Committee E-1, 588, 
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Tentative Specifications for Copper-Base Alloys in Ingot Form for Sand Cast- 
ings, 703. 
Steel. 
Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and W. 
A. Welcker, Jr. Joint Research Committee on Effect of Temperature on the 
Properties of Metals, Appendix II, 122. 
Corrosion of Iron and Steel. Report of Committee A-5, 171. 
Discussion on Reinforcement Bar Specifications, 101. 
Effect of Temperature on the Properties of Metals. Report of Joint Research 
Committee, 106. Report of Committee III on Projects and Work, 110. 
Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 211. 
_ Fatigue of Metals. Report of Research Committee, 249. 
Field Tests of Metallic Coatings. Report of Subcommittee VIII, Committee 
 A-5, 181. 
_Tron-Chromium, Iron-Chromium-Nickel and Related Alloys. Report of Com- 
mittee A-16, 246. 
Magnetic Analysis. Report of Committee A-8, 245. 

_ Magnetic Properties. Report of Committee A-6, 242. 

New Creep Testing Apparatus at the Massachusetts Institute of Technology, 

by F. H. Norton and J. B. Romer. Joint Research Committee on Effect 
of Temperature on the Properties of Metals, Appendix III, 129. 
Proposed Methods of Rockwell Hardness Testing of Metallic Materials. Report 
of Committee E-1, Appendix I, 595. 
Proposed Requirements for Speed of Tension Testing of Metallic Materials. 
Report of Committee E-1, Appendix II, 599. 
Progress Report on Fatigue Tests of Low-Carbon Steel at Elevated Tempera- 
tures, by H. F. Moore and N. J. Alleman. Joint Research Committee on 
* Effect of Temperature on the Properties of Metals, Appendix I, 114. 
_ Proposed Revisions in Standards and Tentative Standards for Steel. Report 
of Committee A-1, Appendix, 96. 
Report of inspection of metallic coatings on hardware, structural shapes, con- 
ba duit, etc., exposed to atmosphere on test racks at five locations, 184. 
oe Selected Bibliography on the Embrittlement of Structural Steel in Galvanizing, 
j by Samuel Epstein and B. N. Daniloff. Report of Subcommittee X, Com- 
mittee A-5, Appendix, 224. 

Standardization of Dimensions and Material of Wrought-Iron and Wrought- 
Steel Pipe and Tubing. Report of Sectional Committee, 146. 2- 
Steel for Welding. Report of Subcommittee XXI, Committee A-1, 92. 

; Steel. Report of Committee A-1, 87. 

oP Summary of sulfuric acid (20-per-cent H,SO, by weight, 25° C.) test data, time 
of perforation in hours obtained by five laboratories using six samples No. 22 
ss gage, 1.5 by 2.5 in., 178. 

Tentative Definitions of Terms, with Units and Symbols, Relating to Magnetic 

Testing, 696. 

Tentative Method of Bend Testing for Ductility of Metals, 1034. oH 

Tentative Revisions of: 

Mt Standard Methods of Test for Magnetic Properties of Iron and Steel, 1045. 

<a Standard Specifications for Billet-Steel Concrete Reinforcement Bars, 1040. 

Standard Specifications for Quenched-and-Tempered Alloy-Steel Axles, 
Shafts, and Other Forgings for Locomotives and Cars, 1042. 
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Steel (Continued): 
Standard Specifications for Quenched-and-Tempered Carbon-Steel Axles, 
Shafts, and Other Forgings for Locomotives and Cars, 1042. 
a Standard Specifications for Rail-Steel Concrete Reinforcement Bars, 1041. 
Ww — Standard Specifications for Steel Plates of Structural Quality for Forge 
_ Standard Specifications for Steel Tie Plates, 1042. 
Standard Specifications for Structural Silicon Steel, 1039. 4 nate yr 
Tentative Specifications for: 
‘ Carbon-Steel Forgings for Locomotives, 662. 
 Electric-Fusion-Welded Steel Pipe, 673. 
Forge-Welded Steel Pipe, 683. ‘Vd 


Lock- Bar Steel Pipe, 686. tal 
Riveted Steel and Wrought-Iron Pipe, 691. 
Steel Plates of Flange and Firebox Qualities for Forge Welding, 648. 
Structural Steel for Ships, 641. 
Total Immersion Tests. 
Yield Point of Structural Steel. Report of Rech Committee, 136. 


Stone. 


See also Aggregates; Road Materials. 7 
Natural Building Stones. Report of Committee D-18,584% 


Tentative Definitions of Terms Relating to Natural Building Stone, 845. 
Tentative Methods of: 
inch Test for Absorption and sine Specific Gravity of Natural Building 
Stone, 832. 
Flexure Testing of Natural Building Stone (Determination of Modulus of 
Rupture), 829, 
Shear Testing of Natural Building Stone, 839. a ae. 
Test for Modulus of Elasticity of Natural Building Stone, 834. 
Test for Apparent Specific Gravity of Coarse Aggregates in a Saturated 
Condition, 766. 
Test for Soundness of Coarse Aggregates by Use of Sodium Sulfate, 773. 
Tentative Specifications for Concrete Aggregates, 750. 


Structural Clay Tile. 
Hollow Masonry Building Units. Report of Committee C-10, 430. 


Structural Steel. 

See also Steel. 
Embrittlement Investigation. Report of Subcommittee X, Committee A-5, 21 1. 
Proposed Requirements for Speed of Tension Testing of Metallic Materials. 

Report of Committee E-1, Appendix II, 599, 
Report on inspection of metallic coatings on hardware, structural shapes, con- 
duit, etc., exposed to atmosphere on test racks at five locations, 184. 
Selected Bibliography on the Embrittlement of Structural Steel in Galvanizing, 
by Samuel Epstein and B. N. Daniloff. Report of Suapematies X, Com- 
mittee A-5, Appendix, 224, ay 
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Tentative Method of Test for Structural Strength of Fine Aggregate Using — . % 
Constant Water-Cement-Ratio Mortar, 767. 

Tentative Revision of Standard Specifications for Steel Plates of Structural | oe 
Quality for Forge Welding, 1043. 

Tentative Revision of Standard Specifications for Structural Silicon Steel, 1039. _ 


Tentative Specifications for Structural Steel for Ships, 641. [f.. 
- Yield Point of Structural Steel. Report of Research Committee, 136. 


Annual Report of the Executive Committee, 58. | 
See also Rubber Products; Textile Materials. 
Tentative Method of Testing Sheet and Tape Insulating Materials for Dielectric 


Strength, 867. 
Tentative Specifications for: read 
Insulated Wire and Cable: 30-per-cent Hevea Rubber, 926. 


0.007-in. Cotton Tape, 988. 
Specifications and Test Methods for Asbestos Tape for Electrical Purposes, 

996. 
Tolerances and Test Methods for Silk and Cotton Tapes, 990. 7 


Tear Test. 
Tentative Revision of Standard Methods of Testing Woven Textile Fabrics, 
1062. 
Tentative Revision of Standard Specifications for Tolerances and Test Methods - 
for Certain Light and Medium Cotton Fabrics, 1061. 


Temperature, Effect of. 

Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and W. A. 
Welcker, Jr. Joint Research Committee on Effect of Temperature on the 
Properties of Metals, Appendix II, 122. 

Effect of Temperature on the Properties of Metals. Report of Joint Research 
Committee, 106. Report of Committee III on Projects and Work, 110. 

New Creep Testing Apparatus at the Massachusetts Institute of Technology, by 
F. H. Norton and J. B. Romer. Joint Research Committee on Effect of 
Temperature on the Properties of Metals, Appendix III, 129. 

Progress Report on Fatigue Tests of Low-Carbon Steel at Elevated Tempera- 
tures, by H. F. Moore and N. J. Alleman. Joint Research Committee on 
Effect of Temperature on the Properties of Metals, Appendix I, 114. 

Symposium on Effect of Temperature on the Properties of Metals, Summary 
of Proceedings of the Thirty-Fourth Annual Meeting, 17, 19. 

Tentative Method of Test for Determining the Temperature-Resistance Cone 
stants of Resistance Alloys, 732. 


Tension Testing. 
Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and 
W. A. Welcker, Jr. Joint Research Committee on Effect of Temperature 
on the Properties of Metals, Appendix II, 122, 
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Tension Testing (Continued): wT lo bodielt 
Proposed Requirements for Speed of Tension Testing of Metallic Materials. 
Report of Committee E-1, Appendix IT, 599. 
Tentative Specifications for Cotton Rubber-Lined Fire Hose for Public and 
Private Fire Department Use, 903. 
Yield Point of Structural Steel. Report of Research Committee, 136. a4 * 


Testing Apparatus. 
See also Testing, Methods of. 

* Apparatus for Low-Temperature Endurance Testing, by H. W. Russell and 
W. A. Welcker, Jr. Joint Research Committee on Effect of Temperature on 
the Properties of Metals, Appendix II, 122. 

The Effect of Aggregate and Other Variables on the Elastic Properties of Con- 
crete, by P. M. Noble. Report of Committee C-9, Appendix VII, 399. Dis- 
cussion, 422. 

First Exhibit of Testing Apparatus and Machines. Annual Report of the 

Executive Committee, 80. 

First Exhibit of Testing Apparatus and Machines, Summary of the Proceedings , 
of the Thirty-fourth Annual Meeting, 13. 

Measurement of Thickness of Textiles and Similar Materials, by W. E. Emley. 
Report of Committee E-1, Appendix V, 608. 

New Creep Testing Apparatus at the Massachusetts Institute of Technology, by 
F. H. Norton and J. B. Romer. Joint Research Committee on Effect of : 
Temperature on the Properties of Metals, Appendix III, 129. ; 

Pavement Core-Drilling Practice, by L. W. Teller and P. J. Freeman. Report 
of Committee C-9, Appendix III, 358. 

Progress Report on Fatigue Tests of Low-Carbon Steel at Elevated Tempera- P 
tures, by H. F. Moore and N. J. Alleman. Joint Research Committee on : 
Effect of Temperature on the Properties of Metals, Appendix I, 114. 

Proposed Methods of Rockwell Hardness Testing of Metallic Materials. Report 
of Committee E-1, Appendix I, 595. 

Summary of the Proceedings of the Thirty-fourth Annual Meeting, 13. 

Tentative Revision of Standard Specifications for Textile Testing Machines, 


1061. 
Testing Machines. Li 
See Testing Apparatus. tor 


(Methods of analysis, sel ili: etc., and revisions thereof, are indexed 
under the subjects covered by them.) 
z Determining the Cement Content of Set Concrete by Chemical Methods of 7 
Analysis, by H. F. Kriege. Report of Committee C-9, Appendix VI, 386. 
A Further Résumé of the Notched-Bar Impact Test in the Light of Present 
Knowledge. Report of Committee E-1, Appendix IV, 605. 
Measurement of Thickness of Textiles and Similar Materials, by W. E. Emley. 
Report of Committee E-1, Appendix V, 608. 
Methods of Testing. Report of Committee E-1, 588. 
Proposed Definitions of Terms Relating to Methods of Testing. Report of 
Committee E-1, Appendix ITI, 602. 
' Proposed Methods of Rockwell Hardness Testing of Metallic Materials. Report 
of Committee E-1, Appendix I, 595. « 
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ioe Method of Test for the Field Determination of the Constituents of _ 
Fresh Concrete. Report of Committee C-9, Appendix V, 383. 

Proposed Requirements for Speed of Tension Testing of Metallic Materials. 
Report of Committee E-1, Appendix II, 599. uf 

Report of Cooperative Work on the Determination of the Tinting Strength of 
Pigments. Report of Subcommittee VIII, Committee D-1, Appendix, 448. Be 

A Study of the Analysis of Fresh Concrete, by W. M. Dunagan. Reportof 
Committee C-9, Appendix IV, 362. Discussion, 382. = ca: 

Tentative Method of Bend Testing for Ductility of Metals, 1034. 

Yield Point of Structural Steel. Report of Research Committee, 136. 


| Textile Materials. 
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